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SUBJECT: METAL DETECTORS 

REF: 75 MEXICO 8333 - NOTAL 

1 . REGRET DELAY IN ANSWERING REFTEL. 

2. WALK THROUGH METAL DETECTORS VERY EFFECTIVE ONCE THEY 
ARE OPERATIONAL. TYPICAL UNIT CAN PROCESS A PERSON EVERY 
TWO OR THREE SECONDS. 

3. SY/T HAS HAD EXCEPTIONAL AMOUNT OF TROUBLE WITH THE 15 
FRISKEM WALK THROUGH DETECTORS PURCHASED WITH -74 
FUNDS. WE ARE CURRENTLY REVIEWING MARKET TO FIND WHAT 
OTHER UNITS AVAILABLE. 

4. SY/T CURRENTLY HAS NONE OF THESE DETECTORS IN STOCK. 
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DEPENDING ON FUNDS, WE EXPECT TO ORDER A NUMBER OF NEW WALK 
THROUGH METAL DETECTORS WITH FY-76 FUNDS. BECAUSE QUANTITY 
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UNCERTAIN, WE CANNOT PROMISE AT THIS TIME THAT UNITS WILL 
BE AVAILABLE FOR MEXICO CITY AND MONTERREY. DISTRIBUTION 
WILL BE MADE IN CONJUNCTION WITH SY/FO ASSESSMENT OF CRI- 
TICAL THREAT AREAS. 

5. TYPICAL WALK THROUGH DETECTOR WILL COST APPROXIMATELY 
$2500 - $3000. INGERSOLL 
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